APPENDIX     Guidelines for Disposal of
IV        Chemicals in the Sanitary
Sewer System

The following lists comprise compounds that are suitable for disposal
down the drain with excess water in quantities up to about 100 g at a
time. However, local regulations may prohibit drain disposal of some
and should be checked before any laboratory compiles its list of com-
pounds acceptable for disposal down its drains. Compounds on both
lists are water soluble to at least 3% and present low toxicity hazard.
Those on the organic list are readily biodegradable.

I.    ORGANIC CHEMICALS

ALCOHOLS

Alkanols with less than 5 carbon atoms

t-Amy\ alcohol

Alkanediols with less than 8 carbon atoms

Glycerol

Sugars and sugar alcohols

Alkoxyalkanols with less than 7 carbon atoms

n-C4H9OCH2CH2OCH2CH2OH

2-Chloroethanol
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